
System 

Dashboard Detection Report 



Report Details 

Report By: Jacob Kissel 
Time Frame: From 01-01-16 To 12-31-16 


System Covmt: 16 
Total Detections: 621,891 



Contributor 

System 

Detections 

1 

BrookhavenPd_Covert1 

158,581 

2 

BrookhavenPd_LPR2 

83,281 

3 

Brookhaven_Sys3 

67,339 

4 

Brookhaven_LPR3 

58,690 

5 

Brookhaven_LPR9 

57,463 

6 

Brookhaven_LPR12 

39,620 

7 

Brookhaven_LPR5 

36,269 

8 

Brookhaven_LPR8 

32,908 

9 

Brookhaven_LPR6 

31,080 

10 

Brookhaven_LPR4 

27,938 

11 

Brookhaven_LPR10 

15,642 

12 

Brookhaven_Sys1 

8,165 

13 

Brookhaven_LPR11 

2,916 

14 

Brookhaven_LPR07 

1,845 

15 

BrookhavenPd_LPR1 

153 


Date Created: 12-13-18 
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Contributor 

System 

Detections 

16 

Mobile Companion 

1 
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